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intcrnati o u a t 

1.800.932.5000 http://www.vwr.com 


Prepared by: Date: 4/28/2006 

VWR International Inc., 

Pricing & Quotes Department 
405 Heron Drive 
Bridgeport NJ 08014 

Requestor James Hanchett 
Phone: 

Fax: 

E-Mail: James.Hanchett@state.ma.us 

Customer Reference: 

VWR Quote #: VBQ-2220809 


Prepared for: 

Customer #: 2066450 

MA DEPT PUBLIC HEALTH STATE LAB 
181 Stockbridge Rd., Rm. 253 
Western MA Public Health Ctr. 

Amherst, MA 01003 


VWR 

Line# 

Cust 

Line# 

Qty 

UOM 

Product 

Net 

Total 

1 


10 

EA 

HP05972-60053 

FILMNT ASEMB 5972/5973 MSD 

05972-60053 

El Filament Assembly. Ceramic coiled filament with reflector 
assembly. HP 5973 MSD Parts and Supplies. Filament 
Assembly. Ion Source Assembly and Parts. 

$88.85 

$888.50 


Folk OIG PRR 092869 
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1.800.932.5000 http://www.vwr.com 


TO PLACE YOUR ORDER, PLEASE CALL 
TEL: 1-800-932-5000 

FAX: 1-866-329-2897 

PLEASE REFER TO 

VWR QUOTATION NO: VBQ-2220809 


MERCHANDISE VALUE: $888.50 


TOTAL WEIGHT: 5 

TOTAL VOLUME: 0 


GRAND TOTAL 


$888.50 


THANK YOU FOR THE OPPORTUNITY TO QUOTATION VALID UNTIL: 5/26/2006 

EARN YOUR BUSINESS. 

Heather Soler _ 

QUOTED BY 


P.O. ORIGINATOR 


P.O. NUMBER 


Need Equipment or Instrument Calibration? 

Call VWR Calibration & Metrology Services today for a Special Offer!! 
888-793-2300 - Mention Code VBQ 


VWR’s terms and conditions of sale apply. All orders are subject to shipping and handling charges and fuel surcharges. Freight terms 
may vary. Hazardous items are subject to additional transportation charges. Please visit our website at www.vwr.com for additional 
information regarding our return policy, product warranty info and other details of our terms and conditions. 


Folk OIG PRR 092870 





